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SUBJECT + Penegr Criteria for Specification Purposes 
i. It is requested that your office ascertain, frau the Corp of 
Engineers, if 42 the following criteria is permisenble in rammy canetruction. 
a. Grade differential of .096 per cent or 1/10 fect 
yor 200 feet. 
be Surface slopes 1.5 per cent ench side of canter 
line ant 2 pest cent on showlsers. 
tc. iturace tolerance 1/4" in 10 feat, both wye 
compensated. Yexion eumletive tolerance not to 
exoeed 1° in 100 feet longitaiinally. 
8. Conorete surface te be laid in five 20° wide 
sections longitudinally with ten ani groove 
longitudinal consatouction ° 
Be werd slope toward north approciontely 


be gremtly 


Peofiie 
2k* in 10,000 gong 


Ba any action to expedite reesiyt of the requested information will 
appreciated. 
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